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CENTRAL REFERENCE DIVISION 

REFERENCE LIBRARY BRANCH DATE: 2 5 MAR 1988 


TRANSLATION(S) EVALUATION 
Reference DIAR 59-2, "Translation Services" 

COMMENT I Date Request Received in RTS-2A2E 
Date Translation Contracted 
Date Translation Returned to Requestor 
Log Number (LN) 


X 




JL. il 


2 5 MAR 1983 


/42 - 


COMMENT II Please provide an evaluation of the attached translation(s) and 
return to RTS-2A2E, DIAC D4-220 NLT ^ 

COMMENT III EVALUATION CRITIQUE/REMARKS: 

(A) ACCURACY OF TRANSLATION(S): 


(B) EDITING CONTENT (GRAMMAR/SPELLING, ETC.) 


(C) PRESENTATION OF TRANSLATION(S) (NEATNESS/QUALITY OF GRAPHS, 
CHARTS, ILLUSTRATIONS, ETC.): 


COMMENT IV The requestor of a translation must notify RTS-2A2E immediately 
if a Contractor accomplished translation is not acceptable. 
RTS-2A2E needs concrete reasons why the product is not acceptable 
In such cases, payment will be stopped until the translation is 
reaccomo^she^t^DIA^^s^tisfaction. Point of contact: 

SGI J SGF0IA3 



Chief, Reference Library Branch 
Central Reference Division 
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